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4 negatives 
4 photographs - 2 are in duplicate (Total 6) 


Deserlption of moterials Dete of Exposure October 1952 


Two views (one in duplicate) of Andrha Valley (Tata) hydro-electric 
plant, located 66 miles out of Bombay on the Poona Highway. One view 
(in duplicate) of the Valvan Dam (reservoir for the Andrha Valley plant). 
Dam is approximately two miles weat of hydro-electric works (seven miles 
by highway). 
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